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2,35 (t» (5> 

RECORDKEEPIHO REQLIIREMEhlTS. 

Every neseard^ facility shall l^lake^ (reep. and maintain records or forms wfiich fully and correctly disclose the 
tdllowiilg information ddnoaming each tlve dog or cat purdf^aad or rriherwiae adC|ulred. Dwr>ed, hakt, cr Otherwise in 
their possession or under therr controL transported, euthanized, soW, or otherwise disposed of the nesearch 
lacility. The racnida shall mcluda any clfapring tjorn cl any animal while in the ree^earch tacilily's pcsaessipn nr under 
its control ; 


The vehicle Ircacso rtuiTiter and Stale, and the dhver’a license number (or photographic ictenlilioatieri card lor 
nondrivers issued tty a Stale) and State of the person, if he or she is not licensed or registered under the Ad; 

The regisirani has not obtained some of the vehicle tag rumbers for some ol the acquisrtHjns of donated animals. 

The dnvarsi licansa numocr (or Social Securlly number) AND vahicio tag numbor are required for all acquisitions. 

Correct immediately 


2,38 (Q> 

MISCELLANEOUS- 

Olficial tags shall be serially numbered and shall be applied to dogs or cats in the manner set forth in this section in 
as Cln&B to COnseCuIivO numerical order e£ possible. 

Upon review nA the ecquistfior reoorde ot the dggS and cats, 4 appa/ent that the l^nility i$ ne| applying the oFFigial 
USDA ID tags in as close to consacutive numerical order as possible. 

All ID tags shalt be applied in as close tr> consaculive numeral order as possible. Alternatively, Ihe animals may be 
microchipped (agproval has been granted for mionochipping by this inspedor^. 
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3,6 (af ( 2 ) (ii} 

PRIMARY EhlCLOSU^ES, 

Primary enclosures must be constructed and mairttaioed so that they protect the dogs arid cats Inom injury. 

There is an electrical ootfel or the yirall in the ooimriurily cal room. This unprotected outlet tested at 1 18 volts, and Is 
accessihiB to the csli in ihie rqnm. 

This outlet poses a risk of electrical injury or shock to Ihe cats il they should put their daws, mpootii. or longue on or in 
it; and shall Siltiar be disoonnecled Iroin the electrical currenl tm covered to prevet^t Injury. 

Correct by Septeniber 10, 2003 
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